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ALLISON  METHODIST  CHURCH 
CARLISLE,  PA. 

u. 

A    colonial    Church    ed;fice,    consecrated    on  ° 

April   20,    1958,  replaces  the   earlier   one  which  h 

burned    January    20,    1954.     Allison    Methodist  ^ 

Church,    a    stately    sanctuary    of    Pennsylvania  < 

limestone,  also  serves  as  Dickinson  College  ^ 
Chapel. 


EKTACHROME  TRANSPARENCY  BY 


WM.  C.  MEADS  STUDIO,  CARLISLE, 


